LORD  OXFORD  WAS  SHAKESPEARE
Collaboration, rarely found in other forms of con-
temporary literature, was very common in the drama.
Again, referring to the players Heminges and
Condell, and the selection for the Folio:
It is quite possible that they saw no harm in
including without comment a play which Shakespeare
had only revised, one or two for which he* had a
collaborator, and one to which he had contributed
little, but which had long been linked to other
" parts53 of an historical drama (i, 207).
It is admitted that much of the work published
in the Folio of 1623 is not by Shakespeare. Many
poems and plays also were published from time
to time in the name of Shakespeare which he had
not written. Said Dr. Garnett:
It may surprise some of my hearers to be told that
so considerable a part of the work which passes under
Shakespeare's name is probably not from his hand.
Greenwood considers that the plays included
in the First Folio were the work "of many pens
and one Master Mind." Further, the vocabulary
of Shakespeare has been estimated at 15,000
words (Max Miiller), 21,000 (Graik), in com-
parison with Milton at 8,000. The subject is
controversial, but it may be accepted that the
vocabulary is not of one man but of several.
Greenwood (p. 453) writes as regards the
authenticity of the plays in the Folio: